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We have the following cases that have been considered for 
foreign filing: 

' Case I ~ MACHINE FOR TEST SMOKING CIGARETTES, U.S. Serial 
#607,234 

Case II - IMPROVED SMOKING COMPOSITION AND PROCESS FOR 
' PREPARING THE SAME, U.S. Serial #606,527 

Case III - TOBACCO PRODUCT AND METHOD FOR MANUFACTURING 
THE SAME, U e S, Serial#607,171 45***-«W 

Case IV - PRODUCTION OF TOBACCO SHEET, U.S.Serial#609,204 

Case V « MACHINE FOR TEST SMOKING CIGARETTES, U.S.Serial 
. #611,383 i 

Case VI - SMOKING COMPOSITION AND METHOD OF PREPARING & 
SAME, U.S. Serial Nos. 647,276, 647,277, 647,278 
and 636,567 £> 
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As I told you by telephone, the decision has been made here 
to file on only Case IV, This should be filed in the following 
countries: 


Argentina 

Canada 

Philippines 


Australia 
Great Britain 
Switzerland 


Brazil 

Nigeria 

Venezuela 


Steps should be taken to defer acceptance or publication where 
possible. 
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Sincerely, . 

G. E. Inskeep 

GEI:je Assistant Patent Officer 
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